LINCOLN'S SOUTH AISLE AND NAVE

' We usually speak of this great Cathedral as Lincoln Minster.   It dominates the city, and was
begun in Nornlan times.    Some of its Norman architecture may still be seen, but as the
building was the work of several centuries, we notice the styles of other days as well.   In this
photograph are the south aisle and nave.   The roofs of both are of striking workmanship.
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